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On the northeastern perimeter of flinsk (27°25 <l 'L,/5^ Or )0 , li) . hlte 

S?h lan ?«*, “ear « radio plant and southeast of alnltreet 
with a streetcar line (see Ann ex) . esi 


2 » Install ati ons s 

nf> ^ C ° r ? ln 2 a . Soviet construction engineer, tho construction 
of the planu was begun m the Fall of 1946. German pv; s were er- ‘ 
as W °i k ?? s since 194b. In mid-October 1943 building I vvas 
n u? r ?" n ® completion, while the concrete foundations of building 3 
which extended 2.4 meters below the ground were completed,, The 
oteel girders for the building were already stored in the' factory 
area* The framework of the boiler house and transformer stat-'or * 
was completed but. these buildings were not yet furnished The 
smokestack of the boilerhouse was still missiny T t was -rl ^nnori rn 
expand the factory area toward the west so as to include' the 
road tracks, one of which led to the radio plant* 

oo of constructions The buildings are to be alike* They are 

of the sidewal? «? 1° ^ ® eters frisk. The steel skeleton 

fonSlt?™! III ?a tS °?, brick P edestQ ‘ls built on the concrete 

-w^,. rh ? f ide " alls are almost completely taken un by the 
^^4 3«6 meters square* The arched roof is of v/ood and 

i' i 4 h a , skylight as indicated in sketch* 

Building 1 is already furnished; it has an asphalt floor* Cable 

stalfed re n? V p rf?<3 by com3nb slabs « nd steam heating has been in- 
typSS .? f metal-working machines were observed; pre- 
sumably they were dismantled German machinery. P 

o h ® hoiio^frofrse is 13*5 x 13.5 x 4.5 meters, the transformer house 
L x °„ x ^l b net ® rs . Tfr® sawmill southwest of the boilerhou'-e is 
3b x 9 meters. It supplies both the mechanical plant and the radio 
p jl ant & 


On© Annex* Two sketches on one page 
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layout' Sketch of the '■Udarnik * 1 Plant 
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